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AEP Model 


Chassis No. SCC-K49A-A 
W1 CHASSIS 
SUPPLEMENT-1 
File this supplement with the service manual. 


SUBJECT: ADD TO THE NOTICE ON HAND DEGAUSS 


SECTION 4 ADJUSTMENTS 
e Landing Fine Adjustment (See page 21) 





Note: Hand degauss m stand- 
This model has an automatic earth magnetism correction function by using an earth 
magnetism sensor and a LCC coil. When using a hand degauss while monitor (LCC 
coil) is being operated, it sometimes gets magnetized, and the system may not work 
properly as a result. 
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